So, I got some bad news today. Alexander and Lucas: Rebooted! is going on a short Hiatus until I can get a new mouse.
Why for such a stupid reason?
The mouse I'm using now is very VERY glitchy, moving by itself on the screen, double clicking by itself, or just not responding at certain times.
This is making comic making very difficult for me, and it's even making my wrist hurt.
I'll probably go get it sometime this week, hopefully, so ALR is on a short hiatus until then.
Sorry everyone!

'Til the next comic!